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STAT 


X' 

Transfer of T/0 Position and Personnel Ceiling from m/S^T to DD/A 


Deputy Director fox Administration 
7D-26 Hqa 


Deputy Director for 

Science and Technology 


Comptrol ler 


f 4 DEC 1974 

STAT 


To 1 and 3i 

This is an endeavor at 
both an economy of paper 
and* more importantly# com- 
mon sense* 

The reference regulation 
says the DCI has to approve 
transfer of ceiling between 
Directorates. I think this 
is nonsense and trust you 
agree. If I sign, and Carl 
signs. Jack lams can be 
informed, as well as Person- 
nel, and the books are 
balanced. 

Let us resolve to have 
common sense prevail* 1 
will take action to try to 
get the reference regulation 
amended. 

/a/ John F. Bkt’te 


Orig RS - Compt via DD/S§T w/74-4714 (then to OP) 
DD/Sf*T w/cy 74-4714 
Comptroller " 

OL H 

DDA Subject ” 

DBA Chrono w/o att 
JFB C hrono w/o att 

1(3 Dec 74) 


John P* Blake 

4 DEC 


1 

1 

1 

l 

1 


X 


DD/A/ JFBlake : jmh: 


-X 


Att: DD/A 74-4714, Subject, as above, dtd 3 December 1974, 

Approvfcjfefior 8de8Sb'^OQW6B!^iS^(A-RlDFl7^065^?®Jd'ft?5o^6'l^D^- nally addressed 


to DCI but changed by JFBlake 



